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Mr, Richard Kavner 

International Brotherhood of Teansters 
28tl Trunbull Avenue 
Detroit 16, Michigan 


Dear Sir and Brother: 


As you probably are aware, there are two groups of drivers domiciled at Central 
Motor Lines, Inc, in Greensboro, N, C. There is a Western group who are nenbers 
of Local Ifetion No, 710 out of Chicago, 111, and an Eastern group who are nenbers 
of Local Union No. 391 out of Greensboro, N. C. 

We were advised by Mr, J. K. Hall that conpany rules covering these drivers are 
the sane and are applied the sane. Below are the rules for both the Western 
Operations and the Eastern Operations: 


Western Operations - Conpany Rules - Section B - Paragraph 11 - Logs - Falsi¬ 
fication of logs is a violation of Conpany Rules and such violation will, in 
addition, be reported to the Interstate Connerce Connission. This section 
further reads: Violation of rules contained in Section B (Rules S-U) shall 
result In: FIRST OFFENSE - Suspension for one week, SF.COND OFFENSE - Disnissal, 


Eastern Operations - Conpany Rules - Section A - Paragraph S - Logs - Falsifi¬ 
cation of logs is a violation of Conpany Rules and such violatior will, in addi¬ 
tion, be reported to the Interstate Connerce Connission. This section further 
reads: Violation of rules contained in Section A (Rules 1-8) shall result in 
innediate disnissal by written notice to the driver, with a copy to the Uhion. 

1 have not checked the rules for any further discrepancy as this was the rule in 
which we were particularly interested. However, as you can see, there definitely 
a difference in these rules covering Western and Eastern Operations. 

Regarding running tine. The Conpany stated that the nen were given a two hour 
tolerance. 1 an enclosed a "Published Instruction" on Intransit Tines for Eastern 
Long-Line Drivers which is self-explanatory. 




Alto, at the request of Mr, Lee Roy Stack, 1 an enclosing photocopies of: 

1. Fay Slip for period ending June 24, 1963 for L. R. Stack; 2. Driver's 
Daily Log for Jiaie 20, 1963 for L. R. Stack, and; 3. Driver's Dailey Log 
for June 20, 1963 for Ernest A, Jones, who was Mr, Stack's co-driver on 
this particular trip. 

If there Is any additional inforaation you need on this, or if I can be of 
aay further assistance in this Batter, please do not hesitate to vet in touch 
with aa, 

Kith all good wishes, 1 aa 

Fraternally yours, 

Y „ ' r 

D. S. Millard, President 
Teaasters Local Union No. 391 

DSN/cht 

Enclosures 




February 20. 1963 
File 360.10 

Seat Mo. 1 


PUBLISHED INSTRUCTIONS 
Intransit Times 


All Eastern Long-Line Driverst 

The following intranalt times (elapsed trip time) are effective 
on the eastern operation between Oreensboro sndi 


Clifton 

Philadelphie 

Baltimore 


17 hours 
14*) hours 
10 hours 


A 30-minute tolerance may be allowed on the above times. 


Scheduled intranalt times are for two purposes, primarily: 


1. To promote safe driving habits within prescribed 
speed limits and to eliminate speeding in order 
to improve a position on the dispatch board. 

2. To eliminate unnecessary delay of loads and to 
co-ordinate the line-haul and terminal operations 


Service la vitally important today in continuing our job 
security. Competition from other motor carriers and rail 
piggy-back demands that our freight be moved without delay 
or loas of business be suffered. Lost business means lost jobs. 


ral Manager 


cc« M< 


j. w. Martin 
H. C. Cody 
Local Union 391 
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HAUFFEURS. TEAMSTERS & HELPERS 


July 12. 1963 


W, RtchiN itmr 

litinttt >atl Intharhotd of ruaitiri 

INI fruafcull Rwun 

Hotrot* 16, tttchigaa 

Door Sir wd Brothar 

Ao you probablv or* a* ara, thiro in t*o group* of drtvara doateilad at Caatral 
RBPtor ima ire. ta (racnabora, M. C, Chart ta a Haatam group who in aiabir* 

®f Ut*l Ifcia* ha. '10 out of Chicago, in. aad aa fcas tarn group ako ara aaabara 
af Local UHian So. 391 out of Cramtboro, S. C. 

*• uara advtaad by Hr, J, t, KtU that coapany nilaa covaring thaaa dr 1 vara ara 
tha aaaa aad ara appltad tha asaa. aeiou ara tha rulaa for both tha Vaata:-a 
Oparatiaaa aad tha faatam uca rati oaa: 

haatam Oparat iaaa - Coo? aay Rulaa • Sacttaa B - Paragraph 11 - Logo - Falai 
ftcattaa af laga la a violatltai af Coapaay Rulaa and auch violatlca aill, ia 
•4dltiaa, ba rapartad tc the letaratata Cowarca Coaauaaloa. inia aacttoa 
furthar raada Violation of n.iaa coatalaad ta Sactioa B (Rulaa S-ll) ahall 
raault ta; FIRST OFFLSit - Suapaaatoa far oaa waak. SECOND OFFENSE - Diaataaal. 

iaatam ^paratioaa - CaRpaay mua» - Sacttea A - Paragraph & - L aga - Falaifl- 
catlaa af laga ta a vtalatlaa ai> Cumpmy Bulat aad aach vialattoa wall, la add!- 
tloa, ba rapartad to tha Intart* ata Coaiaarcr Coaauaaloa. This aecttoa furthar 
raada VlolatiM or rulaa com ai aad in faction A (Rulaa l-ai ahull raault ta 
•o dtaaliaal by wrtttaa aottetto tha drtvar, with a copy to tha Uatoa. 

I hava not chackad tha rulaa foe any furthar diacrapancy aa thta oaa tha rula la 
^itch aa vara particularly tataniatad. Houavar, aa you caa aaa, thara daflately 
a dlffaraaira ia thaaa rulaa covairtag Haatam and Faatam Oparatiaaa. 

Ha pa rd lag natnlag tiaa. Tha Coa|imy atatad that tha aaa vara glvaa a too hour 
toloraaca. I aa aacloaad a "Publiahod lasttuctioa” oa latraaalt Tlaaa for Eaatam 
baag'Uaa Ortvara ahich ta aalf-aaplanatory. 


CMkMNtaoao N C 
raiNiaivrua. N. C 993-2163 


CAROi*NA KMNT COUNCH HO 9 

<P..^ a»A ttUhai 

^ --—- 





July 12. 19*3 


N|t No. 2 



■IcfeonJ laniT 


^*°* ** r ^** 1 U« Roy Stock. I ao oncloslni photocopies of: 

1. Pay klip for porlod ondiag Juoo 24, IMS for L. R« Stock; 2. Dr Ivor's 
r^lly Log for Jtoio 29, IMS for L. R. Stock, oad; S. Driver's Dolloy Log 

for Jt»« 20, 1M3 for froost A. Jows, who mat Nr. Stock’s co-drlvor on 
ckls porticolor trip. 

*1 loforootioo you oood oa this, or if I coo ho of 
»• «M« aottor. plooso do oot hositoto to got la touch 

Vito Ma 


•HI oil good VI shot, | OB 


Protoraolly yooro. 


D. S. Nillord, Prooidoat 
Tooaotors Local UBloo No. 

BBi/cht 

Rocloouroo 




February 20. 1M) 
File 3*0.10 


PUBLIMBD IMtTIIUCTIOn 
Intranelt Tims 


Beet Bo. 1 

All Bastsm Long-Line Driversi 

The following lntreneit tieee (elapsed trip tlM) ere affective 
ea the eeatern operation between dreensboro eedi 

Clifton 17 hours 

Philadelphia i4*j hours 

■altlaors 10 hours 

A 30-ninuts tolerance My be allowed on the sbova tiMa. 
acbeduled lntreneit tises ere for two purpoeee, prlaerilyi 

1. To proaiota aafe driving habits within prescribed 
speed llelta end to ellalnate speeding in ordsr 
to laprove a position on the dispatch board. 

2. To sllainate unnecessary daisy of losds and to 
co-ordinate the line-haul end ternlnai operations 

Service is vitally lnportant today in continuing our job 
security. Competition froa other aotor carriers and rail 
piggy-feaaB daasnda them, mb tBaigai bn sowed wit boat daisy 
or loss of business be suffetid. Lost business assns lost jobs. 



Osdaral Manager 
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; birch 25, 1963 


Hr. J. K. j’iill 

C>;-.crsl .'Sn^ger 
Central l.otor Lines 

i’aO ■ DO » 10 V* 7 

Charlotte 1, Korth Carolina 
i'v4r Joe: 

In reply to your letter of February 15, one of tl.c companies 
1 represent had puzerased alack sleeper ccb trailers to be delivered 
in tha latter part of December, 1911, or the early part of January, 
1362, but since there was a strike they were unable to effect this 
delivery prior to February 1, 19^2. 

realising that the Qver-t'ic-r.oad Freight Agreement provided: 
"Effective February 1, 19 >2, sleeper cabs on all nev equipment 
i. be provided with alr-couditienlng or a aoclaaical cooling 
S/353SS and heating appliances. In tho event of ircchanical failuro 
a wC \ air-conditioning and heating appliances, repairs shall 
i at t .it point of da&l'inatlon if normal repair facilities 
§■*,£ tnrru available, or if not, at the hate terminal. A Joint 
C: -ittve snail study this problem and report within one year." 
ids ipj-VLion aroto as to whether tho purchase order would have to 
c yt.iged to provide for air conditioning or .see .anical cooling 
system. Realising that a Joint Coruittcc composed of Union and 
F player representatives lad been sot up to handle this problem, 

1 contacted hr. Ja.es R. lloffa, Chalrnan of the Union acabers, to 
ascertain tha status of tho findings of tha Coanlttec. 

Hr. Haifa advised ae that tho existing air conditioning or 
atci anieal cooling systoa which luid been placed upon sleeper cab 
tractera were not operating satisfactorily and were doing 
irreparable dauaege to tha equipment. Ha further stated that 
additional studies would have to be oade and that this section 
of tha contract would not be effectivo February 1, 1962, but had 
been exteudod to July 1, 1902. As you recall, I advised you that 
this applied to all eaplo/ere, Including Central Kotor Lines. 



Pa*a 2 

Mr. J. 1. 1U11 
Merc .1 25, 1953 


■ I I _ft 


Later in the year, X ajsin contacted Mr. Hoffa Co discuss tvis 
section of tha contract witn aim, at which tine lie advised t.iat 
tha ca.aitteo knew of no satisfactory air conditioning or mechanical 
cooling system on tha market for sleeper cab tractors and suggested 
tlat 1 hava Mr. Rex Sprinkle chock with tha various manufacturers 
to ascertain vhet ;er there vas any research bein" conducted to find 
a s/staa which would operato properly on sleeper cab tractors in 
all typas of tc ,?craturcs and humidity. 

Xn accordance thorewith, X contacted Mr. Sprinkle, an Operator 
aaabar of t-ia Joint Comuittes, advising him of the infor mation 
which time Chairman of time Union Members of the Joint Co^ittce 
requested. 

Mr. Sprinkle, with the help of sous other operators, found 
that there were two companies who were researching and felt that 
they were in a position to manufacture air-conditioning or accl anical 
cooling systems which would operate properly on sleeper cab tractors, 
in all types of temperatures and huaidity. However, they were still 
in tna research stage and it would be approximately six to twelve 
months before they would be into full production. 

Mr. Sprinkle advised Mr. Hoffs of these fsets and requested 
tliat another extension be granted by the Joint Committee on the 
effective date that all new equipment must be equipped with air- 
conditioning or aoahanical cooling systems. 

Xn accorJanco therewith, tue effective date of this section 
was extended to February X, 1963. 

Xn January, 1953, neither of these manufacturers were producing 
these air conditionin'" or occ anical cooling systems for sale but 
ware still in the experimental stages. At tha Joint Committee 
meeting in Chicago on January 10, 1963, Mr. Sprinkle presented to 
tho Counittea tha information that the manufacturers were still in 
the testing period and tiat one of tha operators had agreed with 
tha manufacturer to place several of these unite on their equipment 
to be tested far a minimum period of six months. Ho requested tha 
Joint Conuittee to again extend the effective date of this section 
until these mechanical devices could be tested as it vas clearly 
shown t:-et tha existing devices did not operate properly in all 
ta.paraturas and huaidity and ware severely damaging tha sleeper 
cab tractors. 


?• i • •* 
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Mr. J. K.Hall 
March 23, 1963 


T:.o Joint Comitteo in acasion on January 10, 1963, by 
unanLaeua vota, extended tho effective data of thla acctlon 
until January 1, 1964, unlcaa throush teata, t.ieao nechanlcal 
devlcea would prove to bo aatlafactory and varo manufactured 
and avallabla to tha oparatora prior to that dato. 

If there la any further information which you dcalre, 
plaaaa advise me. 

Very truly youra. 


John T. Grl&aby 

JZG/bg 







